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PART H-SECTION 2 

Notifications Issued by the High Courts, the Auditor General, the Federal Public Servlci 
Commission, the Indian State Railways, and by Attached and Subordinate Offices 
of the Government of India. 


NOTICE 


The 81 at October 1942, 

From the 31st October 1942, and until farther notice, 
Parts I f Seotiona 1, 2 and 3, I-A, IV, V and Supplement to 
the Gazette of India will be published in New Delhi and the 
remaining Parts, i.e., Parts II, Sections 1, 2 and B, II-A and 
III will be published in Simla. Notifications intended for 
publication in Parts I (all sections), I-A, IV, V and Supple- 
ment should be addressed to the Manager, Government of 
India Press, New Delhi, and those for publication in Parta 
II (all sections) and II-A should be addressed to the Manager, 
Government of India Press, Simla. Advertisements, Notices, 
etc,, for publication in part III should, however, be sent to 
the Manager of Publications, Civil Lines, Delhi, as usual. 

Notifications and other matters intended for publication 
In the Gazette of India should reach the Press not later than 
4 p.m. ot Thursdays, 

Annual bates of subscription and phiob of single 
issues. 
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Additional postage for supply of singlecopies outside India 
will bo realized according to the actual postage to he faeurad 
in despatching the partioular Part or Farts to be supplied. 

Rules and Notifications issued under Legislative Asts 
and having the force of law may be obtained separately. 

All subscriptions must be paid ia advance. 

A discount of 20 per cent, on the above rates is allowed be 
Central and all Provincial Governments* 

Complaints regarding non-reeeipt of eiiy number ef the 
Gazette should be forwarded within a week after the date #a 
which it is due. 

8. N. CHATTEBJI, 
Manager Pubtidationt* 


MINISTRY OF HOME AFFAIRS 

Intelligence Bureau 


as Deputy Central Intelligence Officer, Imok- 
now, vice Mr. TauBifullab Khftn. 


NOTIFICATIONS 

New Delhi , the 27 th October 1947 

No. 7|Estj46(2B).— The services of Mr. 
Tauaifullah Khan, Dy. Central Intelligence 
Officer, Lucknow, have been replaced at the dis- 
posal of the U.P, Government with effect from 
the afternoon of the 4th October 1947, 

2. Mr. Jai Narain Sharma, Deputy Central 
Intelligence Officer, Delhi, has been* appointed 

H2130J ( 891 


No. 12|Est|47(l).— Mr. Kirpa Bam, a Deputy 
Superintendent of the N.W.F.P. Police, has 
been appointed an Deputy Centtril Intelligence 
Officer, East Punjab, under this Bureau with 
effect from the 1st October, 1947, 

P. L. MEHTA, 
ter Director. 


) 
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DEPARTMENT OP EXPLOSIVES 


NOTIFICATION 

New Delhi, the 31 xt October 1947 

No. 016(7)28. Dr. M. Iv. Maitra, B.Se., 
Ph.D. (London), D.L.C., A.U.C.S., A.I.C., 

Deputy CLief Inspector of Explosives in India 
is granted leave on average pay for two 
months with effect from the afternoon of 
17th October 1947. On return from leave 
Dr. Maitra ys ill be v repeated to New Delhi. 

A. K. SEN, 

Chief ' Inspector oj Explosives in India. 


INDIA AUDIT DEPARTMENT 

Leave and Appointments 


\Df ) TtEIOA T IONS 


Mil ala, the 5th November 1947 


No 4034-GBE |607-47 .- Mr. Shiv Naubli 

Singh on officer of/tVe Emergency Cadre o± 
'the:- Tndiiih - j^iulit and Accounts Service, has 
been posh'd as Additional Examiner, Outside 
Audit Department in addition to his own 
duties of Assistant. Accountant: General, UlC 
office of the Accountant General, Central Reve- 
nues, with effect from the 29th August 194 1 . 
"Nb. 4036-GBE[Kw. 587-47.— The services of 
Mp, ivali Charan, an officer of the Indian 
Audit and Accounts Service, have been placed 
temporarily at. the disposal of the Government 
of India, Ministry of Finance, with effect 
from the 10th October 1947. 

No 4060 -GBE 1608 47.— Mr. P. 0. Banerji, 
an" officer of the temporary , Emergency Cadre 
of tile Indian Audit and Accounts Servico, has 
been granted leave on average pay lor one 
TlWlff with effoet from tlie 6tli October 194:7 


for and recreation. 

NO. 4063-GBE|579-47. — Mr. 9. Ramuyya, 
an officer, -of the Indian Audit and Accounts 
Service; hurt ' been ■ appointed to officiate a.s 
Accountant General, Class IT with effect from 
the 24.th September 1947 and 1ms been posted 
as Accountant/' (general, (Central Revenues, 
New Delhi from' the same date. 


Noi 40B4-GBE|Kw 15-47, — On reversion to 
the Indian Audit ; Department, Mr. J. N. Raja- 
gopalan, an Assistant Accounts Officer of the 
office of the Accountant, General, Madras, has 
been granted leave on average pay for four 
months, with effect 'from the 31st August 194/. 

No 4065-GBE[Kw. 15-47. — Mr, P. N. Easwa- 
ran a Senior Accountant in the office of the 
Accountant General, Central Provinces and 
Berar, has been appointed - to officiate as an 
Assistant Accounts Officer in that office with 
effect from the 15th October 194/. 

No. 4080 GBEI606-47.- With the _ transfer 
of i lie office of the Assistant Audit Officer, 
Defence Services (Tensions) from Lahore to 
Meerut, Rai >Sahib Brikli Blian, Assistant Audit 
Officer 7 has been posted to the office of the 
Deputy Director of Audit, Defence Services, 
Eastern Command, Meerut with effect from 
the 15th September 1947. 


No. 4QC7-GBE|Kw.-l&-47. — Mr. M. N, Bhatt 

a provisional Assistant Accounts Officer in the 
office of the Accountant General, United Pro- 
vinces was granted leave on average pay for 
15 daj T H with effect from the 12th March 1947. 

No. 4O68-GBE|013-47. — On reversion to the 
Indian Audit Department, Mr, Iv, K. Rama 
Avyar, ail officer of the Indian Audit and 
Accounts Service, has been appointed to offi- 
ciate in Class I of the Accountant General 
Grade with effect from the IGUi October 1947 
and has been posted as Director of Audit, 
Defence Services, Nev r Delhi, with effect from 
the same date, 

No, 4O73-GBE|014^47. — Mr. Kali Charan, 
an officer of the Indian Audit and Accounts 
Service, has been appointed to officiate us 
Accountant General, Class^ IT with effect from 
the 13tli September 1947, and lias been posted 
a.s Director of Audit, Defence Services, New 
Delhi from the same date. 

No. 408G-GBE|334-47. — Mr. A. Iv. Mukherji. 
an officer of the Indian Audit and Accounts 
Service, lias been posted as Assistant Auditor 
General (Personnel) in the office of the Auditor 
General of India, Simla, with effect from the 
31st October 1947, 

No, 4094-GEE|16-47. — Mr. S, B, Makode, an 
Assistant Accounts Officer in tbe office of the 
Accountant General, Central Provinces and 
Berar, was granted leave on average pay for 
four months combined with leave on average 
pay on medical certificate for four months and 
leave on half average pay for nine months and 
twenty days, with effect from the 8th March 
1946. 


B. M. STA1G, 
Auditor General of India 


MINISTRY OF LABOUR 

Regional Directorate of Resettlement & 
Employment 


NOTIFICATIONS 
Lucknow , l he 17 th October 1947 

No. 0302j22|8273,— In continuation of this 
Directorate notification No, 0302|22|7567, dated 
IHtli September 1947, Mr. B, N. Naithnni is 
permitted to prefix Sunday, the 21st Septem- 
ber, 1947, to 22 days earned leave granted to 
him. 

The 27 th October 1947 

No. O302j32(8470.— -In continuation of this 
Directorate Notification No. 0302 1 32 1 5854, daled 
J 4th July 1947, Mr. O. N. Seth, Assistant 
Manager, Sub-Regional Employment Exchange, 
is allowed to suffix “ closed ” holidays from 
IGUi to IS th August 1947 to 30 days leave 
granted to him from L7th July 1947. 

RADHA IvANT, 
Regional Director , 
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New Delhi, the, ‘iQth October 1947 

No. E.S.(3). — Mr. F. M. Nathaniel, Manager, 
Regional Employment Exchange, Delhi', wua 
granted earned leave lor Heventeen days with 
effect from the 4th September 1947 to the 20th 
September 1947 with permission to affix the 
Sunday the 21st September 1947 to the leave. 

G. DORAISWAMI, 

Administrative Officer. 


DIRECTORATE GEN^^A, AIX INDIA 
RADIO 


NOTIFICATION 

New Delhi, the ?, Oth .October 1947 

No. 1(29)AII|47. — -Mr. Dinkar Sakriknr is 
appointed to officiate as Sub-Editor, Central 
News Organisation, All India Radio, with effect 
from the 30th September 1947. 


Madras , the 2Ls t October 1947 

Mr. V. Azariuh, Manager, Sub-Regional Ex- 
change, T riclii nopoly is granted earned leave 
for 12 days from 9th to 20th September 1947 
with permission io affix the holiday on 21st 
September 1947, 

ILLEGIBLE, 
for Regional Director . 

SURVEY OF INDIA 


No. 2(77) Aj44,— Mi\ M. E. Rao, officiating 
Station Engineer, AIR, Trichinopoly, was 
granted earned leave for 30 days with effect 
from the 30th August 1947. - 

N. A. ff/LAKSHMANAN, 
Deputy Director General . 

MINISTRY OF EDUCATION 

All India Council for Technical Education 


NOTIFICATION 

Dchra Dim (I7.P.) the 16 th October 1947. 

No. 0. — Mr. S, P. Banerjeo, Class IT Proba- 
tioner, attached lo No. 2 Drawing Office, is 
granted, under Revised Leave Rules, 1933, earn’ 
ed leave for In days with effect from the 13th 
September 1947. 

There is r.to likelihood of the officer ’a return- 
ling, on the termination of the leave, to a post 
carrying a lower rate of pay. 

R. H. SAMS, 

Major R. E. t 
Director, Geodetic Branch 

Office of the Director, Southern Circle 

Bangalore , the 25th October 1947 

No. 4. — Mr. B. B. lCuttappa, 1C. A. Snpclt., 
attached to No. 8 Party (S.G.) is granted 
under Fundamental Rules leave on average pay 
for 2 morrtths with effect from 1st August 1947 
out of which 56 days are treated as deferred 
release leave under mil it ary regulations. 

There was no likelihood of the officer return- 
ing to a post carrying a lower rate of pay on ter- 
mination of the leave. 

J. S, O. JELLY, Major , R.E., 

Director , Southern Circle. 

GEOLOGICAL SURVEY OF INDIA 


NOTIFICATION 
The 23 rd October 1947 


The following candidates have passed the All 
India Diploma examination ip. Cormpprce held 
in June) July 1947 


Roll No, Nftmr. 

Second Olabr, 


7 Pevki Numhn (4up*R. 

Pass Clubs* 


2 Nagraja Rfto, "K. R t 

0 Venugupala Rao, H. K 

1 9 Ohattar Ch and .fain, 

20 Hukuro Chand Cool* 

Endorsement in Advanced 
Accountancy Auditing. 

21 81 1 yam Lnl Gupta. 
dompartment* 

1 Jayaramma Iyor, M. 


9 liar Prana d Lotoin, * 


1 1 Jllah 

17 Sugar Kunuir Kli mm n, 


To re-appoar in 
Auooiintanoy, 
Shorthand and Type- 
writing. 

(i) EoonomioR. 

(it) Accountancy. 

(t) English. 

(t’4 Shorthand . 
Typewriting, 


The rrwult of roll No. 18 is- reserved. 

‘ - St airS^an^TA, 
Secretary t 

All India Council for Technical Education. 


OFFICE OF THE DIRECTOR GENERAL OF 
HEALTH SERVICES 


NOTIFICATION 
Calcutta , the 2 5th October 1947 

No. 14019(2032 (2) . — Mr. F. Ahmad, Assist- 
ant Geologist, Geological Survey of India, is 
grantted earned leave for 11 days with effect 
from the forenoon of 8th October 1947 with 
permission to affix the Sunday on 19th October 
1947 and Durga Puja end Luxmi Pu.ja holidays 
from 20th October 1947 to 30th October 1917. 

TTe is likely to resume his dudes at Calcutta 
whence he has proceeded on leave. 

P. K\ GHOSH, 
Deputy Director (Adm.), 

Geological Survey of Indie 


NOTIFICATION 
New Delhi , the 2 $ih October 1947. 

No, 13-l-48]47-P.II. — Captain G. S. Chopra, 
A.l.R.O, (Medical) Deputy Assistant Direc- 
tor General (Medical Stores), Medical Store 
Depot, Lahore Gantt, is transferred as Deputy 
Assistant Director General (Medical Store) 
Medical Stores Depot, Bombay, with effect from 
th <9 forentoon of 23rd August, 1947, ■ 

M. K. KELAVKAR, 

Lieut. -Colonel? 

for Director Gmeral of Health 

Service 0 . 



m 

^ a \' K 

i Vcw Delhi, ike 31stf October 1947 

No. 38 r 10|47-M . — Civil Assistant Burgeon Dr, 
Kartar Singh, 1\C*M,8. is appointed as Medi- 
cal Officer-in-eharge, junior Secretariat Estab- 
lishment, Simla, with effect from the afternoon 
of the 13th September, 1947, vice Dr. Tkakur 
Singh Gill, who futa reverted to the East Pun- 
jab from the same date. 

E. L. JONES, 

Major, 

for Director General of Health 

Service. 
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No. E(C)15-4[47. — In c.ontinuation of this 
office notification No. E(C)15-4|47, dated the 
24th May 1947, Mr. S. S, Maui, officiating Tech- 
nical Superintendent, Civil Aviation Direeto- 
rate, Karachi Air Port was granted extension of 
kave ori average pay for 15 da vs with effect 
from the 6'th July 1947. 

The 30 th October 1947 

No. EA 15-1|47. — Mr. Sajitokh Singli, Re- 
gional Aerodrome Officer, Calcutta Region, J)um 
Dum, was granted earned leave for rest and 
recreation* for 32 days with effect fro m the 1st 
August 1947. 
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INDIAN AGRICU LTURA L RESEARCH 
INSTITUTE 


NOTIFICATION 
New Delhi, the 30 th October 1947 

ifo, F.7[11878. — Dr. M. L. Gattaui is af 
pointed to the poet of Assistant Plant Patbok 
gist with effect from 22nd September 1947. H 
will be on probation for two years. 

J. N, MUKHERJEE, 
Director 

INDIAN VBTBBINAEY RESEARCH INST] 
TUT*, IZATNAGAR 


NOTIFICATION 
Isatmgar, the 2 5th October 1947 

No. 0136-88,— Mr. T, S. Kmlinan, B.A. 
M.Se., A* I. C., Officiating Research Office 
(VamwpAti Scheme), Animal Nutrition Sec 
lion, Indian Veterinary Research Institute, 
lisatcfttgar, is granted leave ou average pay on 
Medical Certificate for 1 mouth from the 5th 
Augtwt, 1947, to the 4th September, 1947, 

O, D, BHALERAO, 
Director, 

Indian Veterinary Research Institute, 

Izatnagar. 

OFFICE OF TH* DIRECTOR GENERAL OF 
CIVIL AVIATION IN INDIA 


NOTIFICATIONS 
New Delhi, the 29th October 1947 

No, *^0)11*70146. “The services of the 
following officers of the Indian Posts and Telc^ 
graphs Department who were on deputation 1o 
the Civil Aviation Directorate (India) were 
transferred to the Directorate of Civil Avia- 
tion, Pakistan, with effect from the dates not- 
ed against them r— 


No.>&N*nw* D«uiguaUoite Date, 

1* Mr. W. A. L*rni4tn Officiating Commuiiica- 31-7-47 
tion Officer, offloo of (A.N.) 

the Controller of Coni’ 
ffluniontlou, Now Delhi. 

2. Mr. O. W. Kjttftnik:* Officiating Oommunioa- l-S-47 

tion Superintendent, 
Communication Station, 

Dum Bum, 

VF* Officiating 2J-SM7 

tton Officer, Communi* 
option ftbfttion, 

DelhL 


No. E(C)1B-6|47. — Mr. A. J. Srivustava, an 
Assistant Director of Communications, on pro- 
bation, in the Civil Aviation Directorate is 
.grunted earned leave for 13 days with effect 
from the 20th October 1947 for rest and 
-ecreation. 

The 31 sf October 1947. 

No. E (C) II-70|46. — Mr, W. H. Wright, Offi- 
|eiatmg Communication Superintendent, on* be- 
iing relieved of his duties at Lahore on the 27tli 
, Adjust 1947 (afternoon) was transferred to the 
the Station Oommuntication Officer, 
IWilIuigdon An- Port, New Delhi, where bo 
joined on the 5tli September 1947 (afternoon L 

N. C. GHOSH, 

Director General 0 f Civil Aviation in 

India, 


INDIAN METEOROLOGICAL 
DEPARTMENT 


NOTIFICATION 

New Delhi, the 29th October 1947 

No. E(l). 00617.— Mr. C. M. Dixit, B.Se. 
(Hons.), Temporary Assistant Meteorologist, 
on being relieved of his duties in the Regional 
Meteorological Centre, Nagpur on the forenoon 
of the 3rd October, 1947, was transferred to the 
Regional Meteorological Centre, Bombay, where 
he joined duty ou the foretioou of (he 13th 
October, 1947. 

S. K. BANERJI, 

Director General of Observatories. 


BY THE COMMISSIONER OF INCOME TAX 
(CENTRAL), BOMBAY 


NOTIFICATION 

Bombay, the 17//* October 1947 

1. In exercise of the powers conferred by 
Sub-section (3) of Section 5 of the Indian In- 
come-tax Act, 1922 (XI of 1922), read with 
Sub-section (2) of Section 44 of the General 
Clauses Act, 1897 (X of 1897) and Ihe Notifi- 
cation of the Government of India in the Home 
Deptt. No._ F. 99(36, dated the 74th April 1937. 
the Commissioner of Income-tax, Central, Bom- 
bay, appoints Mr. A. R. H. Naik, B.A., as In- 
come-tax Officer. 

2. Mr. A. R. H. Naik, Income-tax Officer, is 
posted to Section VI. Bombay, from 13th Sep- 
tember 1947 forenoon and allowed to proceed 
on leave for 1 month and 11 days from that 
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date subject to eligibility with permission to 
suffix Public Holidays on 24th and 25th Octo- 
ber and Sunday on 26th October 1947. 

3. Mr. B. D, Jog, B.A., G.D.A., R.A., who 
was posted to Section VI, Central, Bombay, 
urfder my Notification No, Est-2 of 1947-48, 
dated 5th July 1947 will continue in the same 
post till Mr. Naik’s return from leave. 

S. DAYAL, 

Commissioner of income-tax. 
Central, Bombay. 

CENTRAL PUBLIC WORKS DEPARTMENT 


OFFICE MEMORANDUM 
New Delhi f the 17th October 1947 

No. Eet.l|210. — R. S. Harbans Lai, B.A., 
LL.B., was appointed as Labour Rationing 
Officer, Central P.W.D,, New Delhi, with effect 
from the forenoon of the 6th October, 1947. 

B. 8. PURI, 
Chief Engineer. 

EAST INDIAN RAILWAY 


NOTIFICATION 
The 22nd October 1947 

No, 783(23, — Mr, D. D. Cruickshank, Officiat- 
ing Divisional Superintendent, Moradabad has 
been granted privilege leave for 41 days com- 
bined with furlough on full pay for one mon'h 
and furlough on half pay for 16 months with 
effect from 15th September 1947 prior to his 
premature retirement, 

Calcutta , the 27 th October 1947 

No. AE 639.— Mr. R. J. Earle, Dy. Chief 
Engineer (Provisional) has been granted 2$ 
months combined leave (Leave on average pay 
for 3 months and 29 days and ihe rest on half 
average pay) out of India, preparatory to re- 
tirement, with effect from the 1st October, 
1947. 

Gk FARUQUE, 
General Manager. 

G, I. P. RAILWAY 


NOTIFICATION 
Bombay , the 27 th October 1947 

No. 21620S|21 0. — Mr. D. S. Mehta, Assist- 
ant Electrical Engineer (Junior Scale) was 
granted 24 days leave on average pay with 
effect from 9th June 1947, 

(This notification is in supersession of item 
No, 4 of this Railway’s Notification No. 
21 1620-S|130 dated 15th July, 1947). 

Mr, P. N. Iyer, Officiating Chief Controller 
has been appointed to officiate as Assistant 
Transportation Superintendent (Lower Gazetted 
Service) with effect from 12th September 1947. 

ML T. V. Ba^n, Officiating Assistant Traffic 
Manager (Senior Scale) reverted as Assistant 
Traffic Manager (Lower Gazetted Service) with 


effect from 15th September 1947 and proceeded 
on 1 month and 28 days leave on average pay 
with effect from the same date* 

Mr. L. J, Gellard, Officiating Assistant Trans- 
portation Superintendent (Scjulor Seale) 
reverted as Assistant Transportation Super- 
intendent (Junior Scale) with effect from 
16th September 1947 and proceeded on 10 days 
privilege leave with effect from the some date. 

Mi. G. Ellis, Assistant Traffic Manager 
(Junior Scale) who was granted 5 months and 
15 days leave On average pay, with effect from 
9th April 1947 curtailed his leave by 5 days ; 
and on return from leave has been appointed 
1o officiate as Assistant Traffic Manager (Seni r 
Seale) with effect from 19th September 1947 

Mr. R, A. Hassett, Officiating Senior Loco 
Inspector has been appointed to officiate as 
Aastt. Transportation Superintendent (Lower 
Gazetted Sendee) with effect from 19th Septem- 
ber 1947. 

Mr, G, J. Presswell, Assistant Transportation 
Superintendent (Senior Scale) has been grant> 
ed 28 months leave (viz., 6 months and 18 days 
on average pay and the balance on half average 
pay) preparatory to retirement with effect 
from 30th September 1947, 

Mr, K. S. Rajan, Assistant Transportation 
Superintendent (Junior Scale) has been 
appointed to officiate as Assistant, Transporta- 
tion Superintendent (Senior Scale) with effect 
from 1st October 1947. 

Ueatt Ifayter, Officiating Assist- 
J? 1 *'. Transportation Superintendent (Senior 
Scale) reverted as Officiating Assistant Trana^ 
portation Superintendent (Low r er Gazetted 
Service) with effect from 1st October 1947. 

W. HOOD, 
General Manager 

SOUTH INDIAN RAILWAY 


NOTIFICATION 
Trichinopoly , 22nd, October 1947 

No, O.E 27|42|3. — L Mr, A. J . Baker, Chief 
Mechanical Engineer returned to duty from 
leave on 16th October 1947. 

2. Mr. J, R, Donkar, Chief Telegraph Inspec- 
tor has been promoted to officiate as' Assistant 
District Signal Engineer (Wireless Communi- 
cation's) with effect from 17th October 1947. 

R, NAGARAJAN, 
for General Manager. 


THE MADRAS AND SOUTHERN 
MAHRATTA RAILWAY 


NOTIFICATION 
The IQth July 1947 

No. S|F|521(B|M(190. — Mr. R. Ringrow, Offi- 
ciating Assistant Engineer, Junior Scale, re- 
verted to his substantive post of P. W. In«>eo. 
tor. Special Grade, with effect from 28rd Juitt 
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1947 to 25th June 1947 antd allowed to conti- 
nue to officiate ns Assistant Engineer, Junior 
Scale, with eject from the 26th June 1947. 

No, S|F|521|B M|10O.— Mr. V, Varaduraja 
Tyengnr, Offieiiring Assistant Engineer, Junior 
Seale, reverted to his substantive post of P. W. 
Inspee'or, Oracle I, with effect from the 26rh 
June 1947 to 30th June 1947 and allowed 1o 
continue to oiTiciate as Assis1ar.it Engineer, 
Junior Scale, with effect from the 1st July 1947, 

The 2nd August 1947 

No, E. 6093, — Mr. S. K. Gopinath, Assistant 
Electrical, Engineer, Junior Scale, promoted to 
.officiate' as District Electrical Engineer, senior 
Scute, with effect from the 14th July 1947. 

Thp 9 th August ' 1947 

Not, E. 27,46, — Mr. J. E. Comerton, District 
Electrical Engineer, Sendor Scale, granted 
Additional Leave for 22 days from 28th April 
J947 to 19th May 1947, leave on full pay for 
6 m<mtlwdkoJrn ^2Qth May 1947 to 19th Novem- 
be^A947 Ji tfwMoave on half pay for 5 months 
jflpd, 8 days’ from 2(>tb November 1947 to 27th 
-April 1948' prior to retirement in lieu of the 
4eavo already notified. 

The 12 th August 1947 

No. E.1429. — Khan Bajiadur D. J. Batli- 
Assiatarrt Mechanical Engineer, Senior 
Scale, resumed .duty from leave on the 16! h 
June 1947. 

The 13 tk August 1947 

No, E.2695. — Mr. B. A. Spencer, Assistant 
Engineer/ Junior Scale, granted Additional 
leave for 19 days from 6th May 1946 to 24th 
May 1946, leave on full pay for 4 months from 
25th May 1946 to 24th September 1946 and 
leave on half pay for 4 months and 4 days 
from 25th September 1946 to 28th January 
.-4947 in Hen of the leave already notified. 

The 14 th August 1947 

No. E. 547 .—Dr. E. M. Sastri, Resident medi- 
cal Officer (Hony. Assistant Medical Officer) 
promoted to officiate as District Medical Offi- 
cer, with effect from the 13th July 1947. 

J. D. BHOTE, Khan Bahadur , 
General Manager . 


IMPERIAL LIBRARY, CALCUTTA 


The Reading Rooms open on : — 

Weekdays and Saturdays from 9-30 a.rn. 
to 6.30 p.rn. ; 

Smdays-aril other Gazetted holidays Prom 
9-30 ami. to^ 1-30 p.m. 

Persons above 18 years of age are eligible to 
make use of tbe Library, which is a free lend- 
ing Library, open to any one residing in any 
part of the Dominion of India. There is no 
subscription to pay ; but security in cash is 
essential, 

Y. M. MULAY, 
Special Officer. 


FEDERAL PUBLIC SERVICE COMMISSION 


NOTICE , ^ 

Simla , the lWi November 1947 

Adrt, No, 7, — Applications invited for the 
undermentioned posts from nationals of Indian 
Dominion by birth or by domicile. Persons 
of Indian descent or citizens of the Indian 
Slates or citizens of the Pakistan Dominion or 
of any other territory adjacent to India are 
also eligible but a declaration of eligibility 
issued by the Government of the Dominion of 
India will be necessary in their case before 
appointment. Upper age limit relaxablc by 3 
years for Scheduled Caste candidates. Parti- 
culars and application forms from Secretary, 
Federal Public Service Commission, Simla. 
Closing date for applications will) treasury 
receipt or crossed postal order for Its, 7|8|- 
(Rs, 1|14|- for Scheduled Caste candidates) 
13th December, 1947. Cheques or Money 
Orders not accepted. Separate application 
with separate fee required for each category 
of posts. Candidates from outside India are 
not required to pay any application fee and 
may apply on plain paper if prescribed applica- 
tion forms not available. No candidate wall be 
considered for .appointment unless he appears 
for a personal interview if called upon to do 
so. 

(1) Controller of Printing and Stationery , 
India,— Women ineligible. Non Indian British 
Subjects already in Government Service in 
India also eligible to apply. The post is on 
tenure for 4 years iu the case of persons who are 
already in Government service. In the ease of 
direct recruits on contract for 5 years. Age . — 
Preferably between 40 and 50 years. Pay . — 
(a) For direct recruits, the scale of pay of 
Rs. 1G00-100-1800, But in the case of candi- 
dates with qualifications and attainments justi- 
fying special treatment higher pay up to 
Rs. 1800!- p.m. will bo considered by Govern- 
ment. (b) For persons who have been in 
continuous Government, employ since 15th 
July. 1931, Rs. 1850-100-2250, and Rs. 1600* 
100-1800 for those in continuous Government 
employ after 15-7-1931. Qualifications. — (a) 
Candidates should bo a graduate of a recog- 
nised University in Arte or Science or shtfidd 
bold a degree in the Art of Printing and allied 
trades from a recognised institution in India 
or abroad, (b) Should possess wide experience 
to run big offices. An officer with strong per- 
sonality and initiafivo will be preferred, (e) 
Considerable experience of purchasing stores 
(preferably stationery stores which include 
paper and paper products) or intimate know- 
ledge of modern printing nr esses and their 
working. Experience of handling independent- 
ly big concerns employing large labour force 
wii] be an additional qualification. Qualifica- 
tion No. (a) may be relaxed in the case of 
candidates who satisfy other conditions. 

(2) One permanent post of Second Engineer 
Officer, Indian Mercantile Marine Training 
Ship , * Duffrin* Bombay ~ Women ineligible 
A(]4 . — Preferably between 20-40 years. Pay. — 
Rs. 525-35-700 plus coat of living allowance 
as admissible under the rules, and Rs. 3|4|- as 
messing allowance when on duty, subject to 
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revision on the baaia of the Pay Commission 
recommezulal ions. Qualifications . Essential . — 
Be m possession of a First Class Certificate of 
competency as Engineer (Steam or Motor) 
issued by the Board of Trade or Government 
of India, or a Colonial Government, Desir- 
uoir . — (a) Teaching experience but not essen- 
tial provided he has satisfactorily completed 
a lull course in Marine or Mechanical 
Engineering in au approved Institute, (bj A 
I.) ie.se I, Endorsement will be an advantage pre- 
ferably au Ex-DufCrin Cadet. 

(3) One permanent pensionable post of 
Senior Research Officer, Cellulose and Paper 
branch . Forest Research Institute, Delira 
Dun . — Women eligible. The post is reserved 
for Scheduled Castes, If no such suitable 
candidate is available, it will bo treated as un- 
reserved. Age. — Preferably between 25 and 
10, No limit for permanent Government ser- 
vants, Fay . — Its. 600-404000 subject to revi- 
sion in the light of Government's orders on 
the recommendations of the Central Pay Com- 
mission. Higher pay may be given to a candi- 
date already drawing more than Rs. GOO. 
Qualifications . — (i) A first or second class 
Master's degree in Chemistry, preferably 
followed by a Doctor’s degree, (ii) Research 
work of high standard in Organic Chemistry 
preferably on Cellulose or some allied subject, 
(iii) Capacity to organise research, (iv) Prac- 
tical knowledge of the conditions and problems 
of the paper industry, particularly in India, 
will be additional qualification. 

(4) Two temporary posts of Artist Engravers 

for the India Security Press , Nusik Road , — The 
posts are likely to be made permanent. Women 
ineligible. Age.— Preferably between 25 and 
40, Pay. — For candidates possessing only 
Artist's qualifications : Direct recruits . — Es. 
350-25-500-30-650. Persons already in Govern- 
ment continuous service since 15th July , 1941 — - 
Rs. 400-40-600. For candidates possessing 
requisite qualifications of Artist Engraver,— 
Direct recruits — Rs, 650-30-800. Persons already 
in Government continuous service since 15 th 
July , 1931. — Rs. 700-50-900, A pre-1931 

entrant may elect the pay scales allowed to 
new recruits in accordance with the conditions 
sei forth in the Central Government's decision 
on the Pay Commission's Report, Tf candi- 
dates with requisite qualifications of Artist 
Engraver are not available and those with only 
Artist qualifications are appointed, the later 
will be given training, on the successful com- 
pletion of which they would be promoted to the 
higher scale. Qualifications' — Essential.— (i) 

Minimum of adequate Secondary education, 
(ii) A full art school training embodying a 
thorough knowledge of design work and a 
really high standard in line drawing of ani- 
mals, views, buildings, etc., from photographs 
or from nature, and also in lettering. (iii) 
Innate artistic talents of a higher order, (iv) 
A good eye for colour. Desirable . — (i) 
Experience of interlocking designs for security 
printing work and of processes by which print- 
ing plates are made for Letterpress, Photo- 
jitho, Offset and Photogravers, (ii) Knowledge 
of pigments, their characteristics and uses id 
printing and of hand engraving and photo- 
engraving processes. Candidates must submit 


with their applications samples of their black 
and white design work, including lettering, 

(5) One temporary post of Charge mine, 
Chemical Plumber, Cordite Factory , Aruvaio 
hartu.—On\y in case Suitable Indians are not 
available non-Indians will be considered fur 
appointment. Women eligible. Aye. — Prefer- 
ably below 30 years. Pay . — For a direct recruit 
of Asiatic domicile Rs, 17040-250- (E.B.)- 
40j4-290. For persons of non- Astatic domicile 
and those in continuous Government employ 
since 2 8th September 1931.— Rs. 200-10-300 
(filler 5 years Rs. 350). These scales of pay 
are subject to revision on the basis of the Pay 
Commission's Recommendations for Ordnance 
Factories grades as and when accepted by 
Government. Qualifications. — (a) Good general 
educations, (b) Recognised apprenticeship in 
Chemical Plumbing either in a Government 
Factory or with a firm of repute, tc) At least 
3 years subsequent Chemical Works experience 
as a Journeyman Plumber, (d) Capable of 
handling and controlling labour and of deal- 
ing with large scale plant maintenance work. 

(G) One temporary post of Assistant Works 
Manager (Engineering) and one temporary 
post of Assistant Works Manager (Mcch. & 
Electrical Maintenance Engineer ), Gun and 
Shell Factory , Cossipore. — Only in case suit- 
able Indians are not available non-Indians will 
be considered for appointment. Women eligi- 
ble. Age.- — Preferably between 27 and 35. 
Pay . — For both posts. — For direct recruits of 
Asiatic domicile. — Rs. 500-25-625. For persons 
of non- Asiatic domicile and those in continuous 
Government employ since 2 Sth September, 
1931. — Rs. 600-50-800 plus overseas pay of £25 
p.m, where admissible. The scale of pay is 
subject to revision on the basis of the recom- 
mendations of the Centre Pay Commission for 
Ordnance Factories grades as and when accept- 
ed by Government. Qualifications. — For Assist- 
ant Works Manager (Engineering) — Essen- 
tial. — (a) Degree in Mechanical Engineering 
or Corporate membership of the Institution oi 
Mechanical Engineers or Institution of Produc- 
tion Engineers or Institution of Civil 
Engineers, (b) Regular apprenticeship in 
Mechanical Engineering either in a Govern- 
ment Factory or with a firm of repute, OR if 
holding Mechanical Engineering degree, two 
years workshop training in addition to that 
received in a college or technical school, (c) At 
least 5 years workshop experience (in addition 
to that covered by (a) and (b) above) with 
a general engineering firm of repute engaged 
in medium and heavy machining of steel forg- 
ings and iron, steel and non-ferrous castings, 
(d) Adequte knowledge of modern methods of 
mechanical engineering production, particu- 
larly" of the latest developments in the use of 
rarhide tools and of grinding and welding for 
production purposes, (e) Position of mana- 
gerial responsibility in a general engineering 
firm of repute for not less than 2 years, (f) 
Ability to maintain discipline and to organise 
and control staff and labour. Desirable . — (a) 
Home knowledge of tool and gauge manufac- 
ture. (b) Experience in manufacture of 
Ordnance and components. For Assistant 
Works Manager (Mechanical and Electrical 
Maintenance Engineer).-— (i) Degree in Mecha- 
nical or Electrical Engineering OR Diploma in 
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XUctrictl Engineering of some recognised In- 
stitution like Farraday House, London, OB 
Corporate membership of either the Institution 
of Mechanical Engineers or the Institution of 
Electrical Engineer, (ii) Regular apprentice- 
»]pp in Mechanical and) or Electrical Engineer- 
ing either in a Government Factory or with a 
firm of repute OR if holding a degree, at least 
two years additional workshop training to that 
received in college or technical school, (iii) 
At least 8 years' practical experience in the 
erection, repair and maintenance of (i) Elec- 
trical installations including H.T. Switchgear. 


Motors, Instruments, Transformers, Mains and 
Telephones. (2) Machine tools, general plant 
and line shafting, (iv) Position of managerial 
responsibility’ in a general engineering firm of 
repute for not less than 2 years, (v) Ability 
to maintain discipline and to organise and 
control staff and labour. 

B, M. RAY, 
Secretary, 

Federal Public Service Commission, 



